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lately at St. Germans Fair tjt Paris Communicated 
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hum all forts of F/oodtn the middle of a Room with-* 
out making any Smoak^ Is a thing fo extraordinary .;th at 
all thole that have heard fpeak of It^ as i^ell ^hilofophers as 
others^ have afftrted It Impoffi^ble : hut Mr. Daleime Engi^ 
nler. irojecnttnti his dilcovtrles. has found out a Machine^ which 
tho' very little and fort able ^ confimes all the Smcak of alljorts 
of Hood uhatfoever^ and that Jo^ that the ?ncji curious eye can^ 
not dij cover It In the Rocm^ nor the nlceji Nofefneli It^ altho' 
the Fire he perfeclly open, ^hh has given JltchfatlsfaElon to all 
that have jc en It^ and to the King him fell .^ that he has catfed 
the Experiment to he made j ever al times before Him. 

^hls Engine Is made after the m.anner reprefentedln Fig. i> 
(h'id is cow-pofed of feveral hoops of hammered Iron of about 4 or 
5 Inches diameter j which [hut one Into the other : It fands 
upright in the middle of the Room^ upon a fort of brevet muide 
on purpofk jl is the place where the Fire is made^ where if 
'^ou put little pieces- of Wood^ it will not make the leaf fhioak^ 
neither at A or B^ over which you cannot hold your hand with-^ 
in half a foot ^ there comes out fo great a heat : Ij you take one 
of the fe pieces of IVood.^ out of the Fire at J^ It frnoaks prefent-- 
ly.^ hut ceafes Immediately Jo foon as It Is ca ft In the Fire again. 
The mo fl foetid things^ asaCoal feept In Cats-plfsj which finks 
abominably when taken out of the Fire^ notwithfandlng in this 
Engine m.akes not the haf ill f cent. The fame did Red-Her'- 
rings broiled thereon • on the other fde all the perfumes are 
lojlinit^ and Encenfemakesno fmellatall^ when burnt there-- 
in. We have f nee learnt that this is notfjozvn^ hut when the 
Fire at A is well kindled^ and the Tunnel B D very hot fo that 
the Air that feeds the Fire cannot com.e that way^ hut mu ft all 
prefs in upon the open Fire ; whereby the Smoak and Flame is all 
J creed inwards^ andmufipafs through the heap of burning Coals 
in the Furnace Afnymhich paffagethe partsthereof arefo difper'^ 
fed and refned^ that they become incffenfve both to the Eye and 
Nofe. A 
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